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From Friday, November 22nd, 1963 WCCO-CBS RADIO Coverage of the Assassination of President John F. 
Kennedy. 


e Coverage runs real time from, 17 Minutes after Kennedy was shot, 1:47.00 P.M E.T - 2.00.00 P.M 
E.T) 
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this radio net alert bulletin this is Alan Jackson reporting from CBS News headquarters in New York with a 
bulletin on an incident which just occurred in Dallas Texas where President Kennedy is visiting President 
Kennedy and Governor John Connally of Texas were both hit by a would-be assassin's bullets as they 
toured downtown Dallas in an open automobile a short while ago that is the latest were that had just come in 
from Dallas on United Press International The Associated Press in its first report says the President Kennedy 
was shot just as his motorcade left downtown Dallas mrs. Kennedy who was riding with him jumped up and 
grabbed mr. Kennedy and cried oh no a motorcade sped on riding in the same car with the president for this 
particular motorcade was governor and mrs. John B Connally the governor of the state of Texas according to 
the last report both the president and the governor were hit by the bullets and now one more ad has come in 
the president is let body cradled in the arm of his wife was rushed to Parkland Hospital the governor was 
also taken to Parkland Clint Hill a Secret Service agent assigned to mrs. Kennedy escorted the president end 
of the hospital and we are awaiting further word on his condition we will repeat these details as they have 
come in to it here in our new New York News headquarters would-be assassin fired at the presidential 
automobile in Dallas a short while ago hitting both President Kennedy and Texas Governor John Connally 
President Kennedy was cradled in his wife's arms as the car sped off to Parkland Hospital in Dallas both the 
president and governor Connally have been taken into the hospital for emergency treatment an Associated 
Press 
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emergency treatment an Associated Press photographer James Ogden said he saw blood on the president's 
head he said he heard two shots but thought someone was shooting fireworks until he saw the blood on the 
president the photographer Alcon said that he saw no one with a gun at the time these are the details we 
have so far on this situation we are awaiting further information that might come in by telephone or by the 
Press Association wire to our news headquarters here in New York the President as you know was on a 
three-day tour of the state of Texas he flew down yesterday and was preparing to make an appearance in a 
speech today in Dallas before flying on to the state capitol of Austin for an appearance this evening we will 
repeat the information we have of now both President Kennedy and Texas Governor John Connally have 
been wounded by an assassin's bullet we do not know the condition of either man both have been taken to 
Parkland Hospital in Dallas Texas this is the latest we have at our CBS News headquarters in New York we 
now resume our regularly scheduled program stay tuned to WCCO you may be certain we will keep you fully 
informed up-to-the-minute on the events and the developments on this most tragic occurrence the attempted 
assassination of the president in Dallas Texas this noon we will interrupt any programs for bulletins as they 


come in to our WCCO news bureau from our news gathering facilities throughout the country when a dinner 
demands perfection pure 81 CCO temperature in the Twin Cities is 36 degrees Maynard is next with a farm 
report well that's tragic news isn't at the attempted assassination of the President and will 
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assassination of the President and will certainly keep you informed of any information as quickly as we get it 
here in the WCCO radio news bureau you had you looked you would have also noted water flowing down the 
trunk as the rain continued here jerk and nosh with another news bulletin here is a summary up-to-date on 
this tragic event that has occurred in Dallas Texas President Kennedy and Governor John Connally of Texas 
have been cut down by assassin's bullets in downtown Dallas they were riding in an open automobile when 
the shots were fired the president his lip body cradled in the arms of his wife Jacqueline has been rushed to 
Parkland Hospital the governor was taken to the same hospital the president had spoken only this morning in 
Fort Worth then he flew to Dallas he was to deliver a speech during a motorcade through the city news men 
some five car lengths behind the president we interrupt this program for a CBS radio net alert bulletin this is 
Alan Jackson reporting from CBS News headquarters in New York with more details on the incident which 
just occurred in Dallas a short while ago where President Kennedy has been wounded by a would-be 
assassin he and Texas Governor Connally were shot from ambush as their motorcade drove through Dallas 
shortly after the president arrived in the city on the second day of 
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arrived in the city on the second day of his tour so far there is no indication of how seriously either a man 
was injured both were lying flat in their car as the automobile sped off to a hospital both men have been 
taken to the Park Lane hospital in Dallas for treatment the incident occurred just east of the triple underpass 
facing a park in downtown Dallas reporters in the motorcade with the presidential party were about five car 
lengths behind the chief executives car at the time it had been difficult to tell immediately whether the first 
lady and mrs. Connolly who were riding in the same car might have been injured they were holding their 
husbands as the car rushed off to the hospital and we are still waiting more detailed on just what went on 
there Secret Service agents in a follow-up car quickly unlimbered their automatic rifles they drew their pistols 
but the damage had been done one of our correspondents on the scene is now in contact with us so let's 
switch now to News correspondent dan Rather in Dallas Dallas police have just confirmed that Texas 
Governor John Connally also was shot at the same time as President Kennedy as the two men rode in the 
same car in a motorcade from downtown Dallas toward the Dallas Trade Mart where President Kennedy was 
to have made a speech pandemonium broke out at the scene of the shooting as three shots emerged from 
somewhere in the crowd the crowd along the route of the motorcade was four and five lines deep at the time 
of a shooting the motorcade was passing at least three buildings more than three stories one child aged 7 
told authorities that he saw a man leaned out of the fifth floor of one of the buildings and fire the shots police 
and Secret Service agents now have that building surrounded and are going through the building in a 
systematic search still another witness at the 
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search still another witness at the scene said this man was an adult said he thought he saw a man and a 
woman crawling along a walkway over the motorcade route and that this adult said it was possible that that 
man and woman could have fired the shots Dallas Police say they have no information on the condition of 
either President Kennedy or Texas Governor John Connally several reporters who were in the motorcade 
said the mr. Kennedy had blood on his head as he was taken into an ambulance and rushed to Dallas 
Parkland Hospital just a few blocks from the Trade Mart where he was to have made this speech this is Dan 
Rather in Dallas Texas that's the latest from one of our team of Correspondence with the presidential party in 
Dallas we will be getting additional details from minute to minute as we continue here the shooting took place 
at 1:45 Eastern Time that was just about a little over 10 minutes ago President Kennedy apparently was shot 
in the head he fell face down in the back seat of his car and there was blood on his head mrs. Kennedy 


riding in the car with him shouted Ono and tried to hold up her house head riding in the same car were 
governor Connally and mrs. Connolly governor Connally also was hit we are not have no information on how 
seriously either may have been hurt Connolly remained half seated but slumped to the left when he was shot 
there was blood on his face and forehead both the president and the governor were rushed to Parkland 
Hospital near the Dallas Trade Mart where President Kennedy was to have made a speech today as you 
know this was the middle day of his three-day tour of Texas he spoke in Texas last night he arrived in Dallas 
only a short while ago whole was to make a speech at the trademart bear in a short while and then go on to 
the state capitol of Austin for a reception and a fundraising dinner this evening the shooting took place within 
minutes after the presidential party arrived in 
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after the presidential party arrived in Dallas there are no details on just how it occurred Secret Service men in 
Dallas police as we have heard from correspondent rather have one building surrounded where they think 
the would-be assassins may have been located some of the Secret Service agents thought and the gunfire 
they heard was from an automatic weapon fired to the right rear of the chief executives car probably from the 
grassy knoll - which motorcycle policeman directed their attention as they raced up the slope and the late 
word Texas congressman Albert Thomas says he has been informed that both President Kennedy and 
Governor Connally are still alive after having been shot in an assassination attempt that is the first word we 
have had to that effect congressman Thomas says he has been informed the President Kennedy and 
Governor Connally are both still alive after the shooting attempt a short while ago Thomas standing outside 
the corridor of the emergency room in which both the president and Connally are under treatment said he 
has been told the president is still alive but is in a very critical condition relative Kennedy is in a very critical 
condition after the attempted assassination in Dallas Texas less than a quarter of an hour ago the security 
police have the one building surrounded where according to one report the assassins may have been 
planning their ambush there is one other report that a man and a woman were seen on a grassy knoll 
overlooking the motorcade route and that perhaps that was a at the ambush spot details are still scarce the 
situation was a turmoil as would be understandable immediately after the shooting took place when the 
president was taken into the emergency room a call 
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was taken into the emergency room a call was sent out immediately for some of the top surgical specialists 
in Dallas as we mention a moment ago the president was shot in the head he fell back in his car and blood 
could be seen on his head and a call was also sent out for a Roman Catholic priest this is a standard 
procedure in serious operations of this type and is not to be taken as indicating the expected fate of the 
president yet our last report was that he and the governor are both still alive in the hospital emergency room 
after the shooting the call has gone up for surgical specialists to treat the governor and the president 
Congressman Jim Wright of Fort Worth says that both men were seriously wounded in the shooting 


END 


